The following programming notes were provded by a customer - 
we haven’t tested them ourselves... 


TBS-5 TELEPHONE LINESMANS TEST SET 
ABOUT YOUR NEW BUTT SETS KEYS 
The white button below the keypad tests polarity on the line. When pressed if the red LED lights the 
polarity is reversed, if the green LED lights the polarity is correct. Ifno LED lights there is no line 
voltage. 
The black button below the ear piece is the disconnect button. It is also called the flash button. 


In TONE mode the | through 0, * , and # keys generate the 12 standard tone patterns when in talk 
mode, in PULSE mode they generate the standard pulses. 


The P key is used to program the 10 available memories (1 through 0). 


The M key is used to recall numbers programed in one of the 10 (1 through 0) memories if there is a 
number programmed in that memory. 


The TBR is used to dial or program a standard terminal brake pause often needed when using PBX 
systems. | 


The MUTE button mutes the handsets microphone for privacy or when needed in high noise areas. 
Hold the mute key down mutes the microphone and releasing it allows it to return to normal. 


The GS key is not functional on the TBS-5 test set. 


PROGRAMMING YOUR NEW BUTT SET MEMORIES 


Attach the butt set to a live line. 

Go off hook by switching to TALK. 

Press and release the P key. 

Press and release the number (1 through 0) of the memory you want to program. 
Dial the number you want to program (up to 16 digits or pauses). 

Press and release the P key. 

Go on hook by switching to MON. 
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NOTE: To reprogram a memory to a new number simply follow the above instructions an the new 
number will overwrite the old number. 
DIALING A PROGRAMMED MEMORY NUMBER 

|. Attach the butt set to a live line. 

2. Go off hook by switching to TALK. 


3. Press the M key then the number (1 through 0) of the memory you want to dial. 


NOTE: Memory dialing is slow. It can take several seconds. 


